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Coordinating and Planning Staff is revised as follows s 
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for the remaining quarters of fiscal year 1919. 
FOR THE DIRECTOR OF CENTRAL ITELLIGENCE 


‘lone, 


ME -25X1A08 
Usy 
iaedtins 

oct Persenmmel officer (2 

Badiget Officer f - 


Approved For Release 2000/08/08 : CIA-RDP85-00869R000100040001-9 ny 


¥ 


